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AND COCKPIT PRESS FLUCTUATION 

CORR ACTION: PENDING FURTHER INVESTIGATION 

2) SEXTANT REFLECTED A DOUBLE IMAGE 

CORR ACT ION: PENDING FURTHER INVESTIGATION 

3) MACH SENSOR OSCILLATION OF *5 KTS *T HIGH ?0W:>- SETTINGS, 
CORR ACTIONS ADJUST MACH AMP. 
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